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10 inches, using a diagonal eye-piece. The Moon’s limb was 
exceedingly irregular, boiling considerably. 

Leyton Mean Time of First Contact, 4 h 26 m z&'zy. 

Meteorological Observations. 

Attach. 



Barom. 

Therm. 

Wet Bulb. 

Dry Bulb. 

h m 

in. 

0 



At 4 O = 

30*362 

60 

55*5 

6o*8 

4 3 ° = 

30-358 

60 

53-5 

56-5 

II 

o 

30-350 

59 




A black bulb thermometer in the Sun registered 6$°*o at 
sunset. 

Mr. Barclay '8 Observatory , 

Leyton , Essex. 


Minor Planet ySS). 

Discovered by M. Stephan, Director of the Observatory of 
Marseilles, August 6, 1866. 

The following Elements, calculated by Herr Knorr, from 
observations, August 7, at Paris, and September 2 and 26, at 
Berlin, are given in the Astronomische Nachrichten :— 

Epoch, 1866, Sept, 0*0, Berlin Mean Time. 

,, O / * 

M = 337 27 49*0 

*-Si = 4 1 4 6 57 ’* \ 

= 311 29 37*5 > Mean Equinox 1866*0 

i ~ 16 11 25*3' 

<p — 10 23 14*9 

log a = 0*406512 

V = 87i' , *444 


Minor Planet Antiope . 

Discovered by Dr. Luther, Oct. 1, at 1 of in the evening, by 
the aid of a Chart constructed by himself. 

It was seen as of the 11 th magnitude, 

R.A. Decl. 

2°22 , 0 ,/ *8 -2° 31' l6"*6 

= o h 9 m 28* 05 

Mean Motion in R.A. — 44 s Decl. — 4**2 

The following set of Elements, calculated by Dr. Tietjen, 
from observations at Berlin, Octobers, 10, and 28, are given 
in the Astronomische Nachrichten , No. 1613 : — 
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1866, Oct. i8*o Berlin M.T. 

O t 0 

M - 4° 9 55*7 
** = *43 *3 3*o-| 

£1 - 7 i 17 24*5 V 1866*0. 
i — 2 15 49*2 J 

<p = 8 29 31*4 

fz, — 644"* 196 

log a = 0*493993 


Johnson Memorial Prize. 

All Essays in competition for the Johnson Memorial Prize 
on the subject proposed by the Trustees in March 1865, as 
stated in the Monthly Notices for that month (vol.xxv. p. 175), 
namely, “A Discussion of Recent Investigations relating to 
Star Parallax,” must be sent in to the Registrar of the Uni¬ 
versity of Oxford, on or before the 31st of March, 1867. 


The Catalogue of the Society’s Library, as drawn up in the 
year 1850, together with the subsequent Annual Supplements 
to June 1866, bound together in an 8vo. volume, may be had 
by Fellows, at the price of zs. 6 d . 


CONTENTS. 

Page 

Fellows elected .. .. .. .. .. .. .. .. 1 

On the Mass of Jupiter , as deduced by Herr Kruger from the Observ¬ 
ations of Themis, by Mr. Lynn . - .. .. .. . • ib. 

Observations of the New Variable T Corona, by Mr. Baxendell .. 5 

On the Identity of the Variable T Corona with a Star contained in 

Wollaston’s Catalogue, by Mr. Stone .. .. .. .. 8 

A Description of some Apparatus employed in the Adjustment of Sex¬ 
tants, by Mr. Simms .. .. .. .. .. .. 9 

Some Remarks upon Professor Kaiser's Investigation of the Errors of 

a Double-image Micrometer, by Mr. Simms .. . ► .. ’ 11 

Note by Messrs. De La Rue, Stewart, and Loewy, on the Distribution 

of Solar-spotted Area in Heliographic Latitude .. .. ..12 

On the Solar Eclipse of October 8, 1866, by Mr. Joynson .. .. 14 

On the Solar Eclipse of October 8, 1866, by Mr. Talmage .. .. ib. 

Minor Planet @), discovered by M. Stephan .. .. .. .. 15 

Minor Planet (?°) Antiope, discovered by Dr. Luther .. .. .. ib. 

Johnson Memorial Prize .. .. .. .. .. .. 16 

Printed by Strangeways and Walden, Castle St. Leicester Sq. and Published 
at the Apartments of the Society, December 13,1866. 
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